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BSA’s tour of design firms 
starts new season this month 


The extraordinary Ocean House pictured 
above, a 19th-century landmark on the 
Maine coast, has been re-constructed from 
the ground up. This project is the work of 
Warren Freedenfeld & Associates, the 
Boston design firm that kicks off the third 
year of the BSA’s ‘‘Inside the Firms’’ 
program. 


This popular BSA office tour series goes 
to Warren Freedenfeld & Associates on 
Tuesday, September 15. This informal 
tour includes a discussion, led by Warren 
Freedenfeld AIA, of his firm’s history and 
current practice. A wine-&-cheese recep- 
tion and slide presentations are typically 
included with a tour of each office. 


The tours are free for BSA/MSAA 
members; non-members are invited and 
pay $7.00 (or can join the BSA) at the 
door. Members and non-members should 
call the BSA (617-267-5175) for reserva- 
tions. The program begins at 5:45 p.m. at 
the firm’s office, Suite 300, 171 Milk St., 
Boston. (The nearest(T) stops are Aquar- 
ium, Government Center and Haymarket. 
Parking is available at the Aquarium and 
Dock Street garages. The firm’s office is 
accessible by handicapped individuals 
through Patten’s Restaurant.) 
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The new Copley Square is 
focus of BSA lecture 


The re-design of Copley Square (right) — 
the core of Boston’s Back Bay and the 
home of Trinity Church, the Hancock 
Tower, Copley Place, the Library, the 
Copley Plaza, New England Life and 
endless controversy — is the focus of the 
first presentation in the 1987-88 BSA 
Lecture Series. 


Dean Abbott of the New York firm of 
Clarke & Rapuano, which won the com- 
petition to re-design Copley Square, 
presents his firm’s design and discusses 
the plan for this special place as the Lec- 
ture Series opens this month. This presen- 


September 1987 


tation begins with a 5:30 p.m. reception 
on Wednesday, September 23 at the 
Boston Architectural Center, 320 New- 
bury St., Boston. There is no charge for 
BSA/MSAA members; non-members are 
invited and pay $7.00 (or may join the 
BSA) at the door. 


Architects gather in the Berkshires in September 


Clever New England architects slip into 
the Cranwell Resort (below) in the 
Berkshires this month for a three-day 
New England AIA weekend gathering that 
annually makes the Summer stretch into 
late September. 


This gathering of New England architects 
is the annual conference of the New 
England Regional Council of the AIA. 
It’s a mini-convention, a holiday, a social 
event, a lot of shop talk, a design awards 
program and a discussion of New England 
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design and regional development issues. 
Cranwell is in Lenox in western Massa- 
chusetts; the dates are September 18-20. 
Last-minute reservations (spouses are 
welcome) may still be possible; call 
Peter Beck AIA at 413-339-4018 or 

Jim Morrissey AIA at 413-789-0700. 


© Corbu poster (p. 9) 
© Tour of Russia (p. 2) 
© Architects’ jewelry (p. 7) 


© Valuing your practice (p. 8) 


© Door-&-window specs workshop 
(p. 3) 


© BSA computer ‘‘hot-line’’ (p. 2) 
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Connecticut architects 
sponsor tradeshow 


The Connecticut Society of Architects 
(CSA) holds its annual tradeshow on 
September 16 at the Hartford Civic 
Center. In addition to exhibits of new 
products and services, this CSA event 
includes a variety of technical seminars 
and a banquet keynote address by writer 
and ‘‘America by Design’’ creator Spiro 
Kostof. 


For registration details, call 203-529-2123. 


Computer assistance ‘‘hot- 
line’’ is new BSA service 


The BSA has established a ‘‘BSA Com- 
puter Hotline’’ to aid BSA members seek- 
ing CAD/D or other computer-related in- 
formation and assistance. 


The ‘‘hotline’’ is a service the BSA devel- 
oped with Kalin Associates, the new firm 
recently formed by architect and computer 
specialist Mark Kalin AIA, who is past- 
President of CSI and chairman of the 
BSA Computers Committee. 


The hotline number at Kalin Associates 
is 617-969-4346. Kalin provides hotline 
users with a wide variety of services that 
includes referrals to local computer con- 
sultants, information on local software/ 
hardware vendors who offer discounts to 
BSA members, problem-solving services 
related to the use of computers in archi- 
tecture and general trouble-shooting 
services. 


For more information on BSA Computer 
Hotline services, call Mark Kalin AIA at 
617-969-4346. 


BSA tour of Soviet Union 
set for 1988 


Experience ‘‘glasnost’’ yourself this Spring 
in Russia on the BSA’s two-week tour of 
Helsinki, Moscow, Tbilisi and Leningrad 
— a unique opportunity to meet Russian 
architects for an exchange of ideas, 
visions and friendships. 


Special visits to museums and palaces, 
concerts, and private dinners will enhance 
our appreciation of the grandeur of 
Russia’s 18th- and 19th-century architec- 
ture and will illuminate current and future 
building plans in the Soviet Union. 


Tentative tour dates are April 16-30 or 
April 30-May 14. Send your name and 
address to the BSA if you would like 
more information. 
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Dinner series goes to The Water’s Edge 


The BSA’s popular ‘‘Dinner with 

the Architect’’ program surfaces on 
September 22 at The Water’s Edge, 
Boston’s only restaurant that floats on the 
tide (but has land-based utilities). We 
begin at 5:45 p.m. at the Federal Reserve 
Bank Plaza (Atlantic Ave. at Summer St.) 
for a 40-minute walking tour of Fort 
Point Channel. Then at The Water’s Edge 
hear Richard Bosch AIA explain the 
engineering design solutions that shaped 
this unusual restaurant. This special tour- 
&-dinner event is limited to 24. Paid reser- 
vations ($40.00 for members, $50.00 for 
non-members) must reach the BSA by 
September 17. Include your name and 
daytime telephone number with your 
check. 


* 


Save these Tuesdays for 
‘‘Dinner with the Architect’’! 


Oct. 20 Leather District Tour and Dinner 
at The Atlantic Grill (Niels 
Gabel-Jorgenson AIA). Reserva- 
tions deadline, 10/15; $40.00 for 


members, $45.00 for non- 
members. 


Nov. 17 Chinese Banquet at Changsho in 
Cambridge (E. Kevin Schopfer 
AIA). Reservation deadline, 
11/12; $40.00 for members, 
$45.00 for non-members. 


Dec. 22 Table at Christmas Pops with 
special tour of Symphony Hall. 
Reservation deadline, 11/20. 
First-come, first-served, limited 
to 20; $40.00 for members, 
$50.00 for non-members. Prices 
include Hall tour and reserved 
table seat — food and drink are 
extra. 


You may send reservations for all Fall 
dinners now; refunds will be provided if 
requested prior to respective reservation 
deadlines. 


Spring and summer dinners (Jan. 26, Feb. 
29, Mar. 22, Apr. 19, May 17, Jun. 21, 
Jul. 19, Aug. 16) will be at new restau- 
rants — some at the waterfront, some 
including walking tours, some on ship- 
board. Nice menu. 


BSA lunch groups focus on liability insurance, architects’ 
special needs, CAD, salaries and more 


The growth in the past year of several in- 
formal BSA discussion groups that focus 
on a broad range of architects’ personal 
and professional interests has been 
remarkable. 


Most of these special-interest groups 
resume meeting this month. For example: 


© The Small Firms Lunch Group meets 
for lunch at the BSA on September 17 to 
discuss liability insurance with insurance 
specialist Alex Brough. 


© Architects with Special Needs, which 
focuses on the needs of architects who are 
physically handicapped, gathers at the 
BAC library at 6 p.m. on September 24. 
The group, co-chaired by BSA Associate 
Member Robert Nichols (617-482-6868; 

V & TTY) and Adaptive Environments 
director Elaine Ostroff (617-739-0088; 

V & TTY), is planning its 1988 agenda 
and seeking a new co-chair. 


© The Mid-Size Firms Lunch Group con- 
tinues its informal discussions of archi- 
tectural practice over lunch at the BSA on 
September 9. 


e Architects at Mid-Career, for architects 
interested in informal discussion of career 


issues, moves from evenings to lunch- 
hours at the BSA this Fall and gathers 
next on September 25. 


¢ The Sole Practitioners Lunch Group, 
the first of these special-interest groups 
formed last year, has its usual monthly 
soiree on September 18. 


And of course, all the other BSA com- 
mittees and task forces continue to meet 
as usual. All of these informal special- 
interest group and regular committee 
meetings are open to all and lunches are 
free for BSA members. See the Calendar 
on the last page for details or call the 
BSA at 617-267-5175. 


Exhibit of designs by women 
goes to City Hall 


The BSA Women in Architecture Exhibit, 
which has been touring eastern Massachu- 
setts since May, opens at Boston City Hall 
on September 8. The exhibit remains at 
City Hall until September 29. 


In October the exhibit moves to Shawmut 
Bank in downtown Boston and in 
November it is featured at ‘‘Build 
Boston’’. 


Architects explain new 
AIA Documents in 
Worcester 


The Central Massachusetts Chapter of the 
AIA will present a seminar on Wednesday 
evening, September 30, to explain how the 
revised AIA documents can be used to 
build a successful project. 


Architects are not the only people who 
need to know what changes have been 
introduced in these new documents: con- 
tractors, subcontractors, building owners, 
lawyers, and insurance advisers also will 
profit from this seminar. 


Each seminar registrant receives a 
100-page participant kit, which includes 
copies of AIA documents A201 and B141 
and side-by-side comparisons of the 1976 
and 1987 versions. Participants will view a 
90-minute videotape presentation of docu- 
ment revisions featuring summary discus- 
sions with Bob Smith, FAIA, AIA Board 
member and Practice Commission Liaison 
to the Documents Committee; profes- 
sional services center administrator Jim 
Franklin, AIA; and documents expert/ 
author/teacher Chuck Heuer, AIA, Esq. 
A discussion period with area architects 
complete the program. 


The program, which includes dinner and 
is open to the public, will be held at the 
Sheraton-Lincoln Inn, 500 Lincoln Street, 
Worcester (off Interstate 290). Dinner will 
be served at 5:30 pm; the program will 
immediately follow dinner. The registra- 
tion fee of $35 (for those who are not 
chapter members) includes the cost of 
dinner and the participant kit. Paid regis- 
trations should be received by September 
16 at the Chapter’s office: Documents 
Seminar, Central Massachusetts Chapter, 
American Institute of Architects, 14E 
Worcester Street, Worcester, Mass. 01604. 


1987 A201: Use it or 
lose it in court 


Replace your office inventory of 
A201, the General Conditions, imme- 
diately. Many AIA Documents cross- 
reference A201 as the current edition, 
so even if you are using a 1970s ver- 
sion of B141, the Owner-Architect 
Agreement, the 1987 version of A201 
applies. 


Mixing and matching editions may 
result in chaos on the job-site and 

will probably increase your liability 
exposure. For the new AIA Docu- 
ments, call 617-262-2727. 


Jung/Brannen gives $15,000 to Foundation 


Founding partners Yu Sing Jung AIA 
(left) and Robert Brannen FAIA, on 
behalf of their firm, have contributed 
$15,000 to the new Boston Foundation for 
Architecture, which was created by the 
BSA to provide financial support to pro- 
grams that enhance public understanding 
of planning, urban design, architecture, 
urban development and the built environ- 
ment in general. 


‘*Jung/Brannen is a leader in our profes- 
sion in many ways,’’ noted Foundation 
chairman Graham Gund FAIA, ‘‘and this 
exceptionally generous support of the 
Foundation has made it a leader in the 
public service efforts of the profession. 
Yu Sing Jung and Buzz Brannen continue 
to demonstrate,’’ Gund added, ‘‘the 
critically important connection between 
professional and public leadership.”’ 


Foundation vice-chairman Tom Payette 
FAIA added his and the other Foundation 


trustees’ appreciation of Jung/Brannen’s 
contribution, which Payette noted was 
‘*a significant and timely gift’’ that has 
helped the Foundation fund-raising cam- 
paign top $300,000 thus far. 


In addition to Gund and Payette, the 
Foundation trustees include Csaplar & 
Bok attorney John Bok, financial advisor 
Robert W. Doran, Cabot Cabot & 
Forbes’ Ferdinand Colloredo-Mansfeld, 
political leader Frank Hatch, State arts 
council director Anne Hawley, MIT’s 
Howard Johnson, engineer William 
LeMessurier, contractor/developer George 
Macomber, Charrette chairman Lionel 
Spiro and architects James Crissman 
FAIA, Earl R. Flansburgh FAIA, James 
Lawrence Jr. FAIA and Peter Steffian 
AIA. 


For more information on the Foundation, 
call 617-267-9393. 


Cail for entries: Computer-generated drawings exhibit 


The BSA Computers in Architecture 
Committee invites entries for its second 
annual Computer Drawings Exhibit. The 
Exhibit will open at ‘‘Build Boston’’ in 
November and is scheduled to travel to 
local exhibit spaces thereafter. 


Format: Two 20’’x20’’ Foamcore boards 
that include photos, blueprints, photostats 
(PMT’s), computer-generated perspec- 
tives, plans, etc. 


Deadline: All exhibit boards must be 
delivered to the BSA, 305 Newbury St., 
Boston, by noon, Monday, November 9. 


Sponsors: Vendors of software or hard- 
ware, consulting services or others inter- 
ested in sponsoring (by helping to under- 
write) this touring exhibit are invited to 
call exhibit coordinator Camille Victour at 
617-542-1025. 


For any additional information on this ex- 
hibit, readers also should call Victour at 
the Boston number noted above. 


Computer Committee Note 
The BSA Computers in Architecture 
Committee meets on the second Thursday 


of each month at noon at the BSA. The 
September 10 meeting agenda includes the 
BSA Computer-based Bulletin Board, the 
Computer Drawing Exhibit, and brief 
presentations by interested computer con- 
sultants and vendors. Call the BSA for 
lunch reservations (free for BSA mem- 
bers; $7.00 for non-members). 


BSA co-sponsors 
workshop on specs for 
doors & windows 


On October 7, the BSA co-sponsors a six- 
hour technical seminar on ‘‘ANSI/AAMA 
101-85 Voluntary Specifications for 
Aluminum Prime Windows and Sliding 
Glass Doors.’’ The seminar was developed 
and is provided by the American Archi- 
tectural Manufacturers Association 
(AAMA) and is to be held in Boston in 
cooperation with CSI and the BSA. All 
BSA members will receive a special mail- 
ing on this seminar. For registration and 
other details, call AAMA at 312-699-7310 
(Robert Hirsch). 
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Forbes and Pollock run for BSA presidency 


Peter Forbes FAIA (left) and Wilson 
Pollock FAIA head this year’s slate of 
candidates for the BSA Board of Direc- 
tors and for special committee roles. 


Forbes and Pollock are seeking the BSA 
presidency. The winner in this year’s elec- 
tion will serve first as Vice-President (with 
1988 President Charles Redmon FAIA) 
and will succeed to the presidency in 1989. 


“Certainly one of the most gratifying jobs 
in the BSA is serving on the Nominating 
Committee,’’ noted that committee’s 
chairman, Tom Payette FAIA. ‘‘Every 
year, it seems, we have an extraordinary 
reservoir of talented, activist architects to 
draw upon. Peter Forbes and Wilson 
Pollock are truly exceptional candidates,”’ 
Payette added, ‘‘and they head a slate of 
nominees who bring an enormous range 
of skills, interests and backgrounds to 

the BSA.”’ 


The full slate for this year’s election is: 


Vice President/President-elect (one to be 
elected): Peter Forbes FAIA & Wilson 
Pollock FAIA 


Commissioner of Professional Practice 
(one to be elected): Lee Cott AIA & 
Richard Green AIA 


Commissioner of Public Affairs (one to 
be elected): John Wilson AIA & Don 
Grinberg AIA 


The Fellows in Florida 


photo by Nancy Pollock 


At-Large Directors (two to be elected): 
David Lee AIA, Tony Platt AIA, Charles 
Rogers AIA & Jane Weinzapfel AIA 


At-Large Director (one to be elected): 
Rem Huygens FAIA & Verner Johnson 
AIA 


* 


Ethics Committee (one to be elected): 
Roger Marshall AIA & Andrew St. John 
AIA 


Honors & Awards Committee (two to be 
elected): Gary Graham AIA, George Not- 
ter FAIA, Oscar Padjen AIA & Charles 
Tseckares FAIA 


Membership Committee (two to be 
elected): Barry Koretz AIA, Phil Poinelli 
AIA, Dan Raih AIA & Brigid Williams 
AIA 


Nominating Committee (one to be 
elected): Peter Hopkinson FAIA, Todd 
Lee AIA, Tony Platt AIA & John Sheehy 
AIA 


MSAA Delegate (3-year term; one to be 
elected): George Metzger AIA & Jonathan 
Woodman AIA 


MSAA Delegate (2-year term; one to be 
elected): Phil Briggs AIA & Frank 
DiMella AIA 


Ballots will be mailed to all members in 
October. 


At the AIA Convention in Florida in 
June, BSA President Peter Hopkinson 
FAIA (second from right in photo at left) 
hosted a top-of-the-hotel reception for 
BSA members including Herb Gallagher 
FAIA (far left), and new Fellows Wilson 
Pollock FAIA (second from left), Max 
Ferro FAIA (third from right) and Robert 
Brannen FAIA (far right). In the photo at 
right, 1986 BSA President Jim Crissman 
FAIA tries to find someone willing to talk 
to him as he models a uniquely beautiful 
Clara Wainwright vest and the latest in 
AIA name-tags. 


BSA receives State 
grant for housing 
handbook 


The Massachusetts Housing Partnership 
(MHP) has awarded a $38,000 grant to 
the BSA to develop a handbook on the 
state of the art of affordable housing in 
Massachusetts and to document and 
analyze well-conceived and well-designed 
examples of affordable urban housing. 


Housing consultant and BSA Housing 
Committee member Anne Gelbspan is the 
BSA project director. Housing Committee 
chairman Lee Cott AIA noted that 
Gelbspan’s ‘‘special commitment to and 
extensive knowledge of housing issues’’ 
will ensure that the project and the 
resulting handbook will be of significant 
value to Massachusetts. It was ‘‘an ex- 
cellent grant proposal,’” MHP Director 
Joseph Flatley said of Gelbspan’s BSA 
submission when the grant was announced 
in June. 


Gelbspan notes that among the initial 
steps of this project is the identification of 
housing that might serve as case studies. 
BSA/MSAA members are urged to sug- 
gest their own or others’ housing projects 
they believe might be appropriate for in- 
clusion. For details on criteria for inclu- 
sion, call Gelbspan at 617-738-5564. 


* 


In related news, MHP also awarded a 
$46,000 grant to Boston’s Public Facilities 
Department (PFD) ‘‘to develop new 
design prototypes for housing that can 

be constructed quickly and inexpensively 
and will fit in with the surrounding 
neighborhood.”’ 


BSA member Brenda Lightner, PFD’s 
Asssistant Director for Urban Design, is 
the project director who will lead this 
effort ‘‘to mold manufactured housing to 
the needs of urban neighborhoods.’’ 
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New ‘‘architectural access’’ legislation applies to all commercial buildings 


All commercial buildings are now sub- 
ject to Massachusetts’ new Architectural 
Access Law, which was signed by Gover- 
nor Dukakis several months ago. 


Access regulations previously had applied 
only to those commercial buildings that 
exceeded two stories in height and em- 
ployed more than 40 people. Those 
exemptions have been eliminated; the law 
now applies to all new commercial build- 
ings and other buildings being substan- 
tially renovated. 


The new law also brings parking areas 
under the jurisdiction of the Architectural 
Access Board (formerly the Architectural 
Barriers Board) if such areas have 15 or 


more parking spaces (it had been 25 or 
more spaces). 


In addition to many other administrative 
changes and a significant strengthening of 
the Access Board, the new law also re- 
quires the Board of Registration of Archi- 
tects to include the access law and regula- 
tions in the architects’ licensing exam. 


In one recently published commentary on 
the new legislation, BSA member Sebas- 
tian LaBella AIA argued that the law 
‘‘makes improvements for the handicap- 
ped contingent on the total dollar value of 
[any] improvements . . . This effectively 
squeezes many developers out of more 
marginal activities such as rehabbing a 


small historic structure in a place like 
Newburyport into a shop or restaurant.”’ 


* 


In a related event, Greenfield architect 
Margo Jones AJA reports that the Archi- 
tectural Access Board has ruled in a Lex- 
ington case that ‘‘townhouse rental units 
must be accessible on both floors. . . 
based on the ‘proportional distribution’ 
section’’ of the Code. ‘‘I happen to be the 
lucky architect for which the Board made 
this precedent-setting decision,’’ Jones 
notes, and she is eager to discuss the 
issues raised by the decision with other 
architects. She can be reached at 
413-774-7589. 


Nine ‘‘Main Street’? communities receive design funds 


The Massachusetts Council on the Arts 
and Humanities has announced funding to 
nine cities and towns throughout the 
Commonwealth in concert with the 
federal and state ‘‘Main Street’? program. 


Operated by the Executive Office of Com- 
munities and Development (EOCD) and 
by the National Trust for Historic Preser- 


vation, the ‘‘Main Street’’ program seeks 
to help communities improve the eco- 
nomic health of their downtown areas. 


“*We are pleased to contribute to the ef- 
forts of so many municipalities in this 
state that are incorporating design into the 
very important business of downtown 
revitalization,’’ said Dr. Nicholas Zer- 


vas, the Council’s chairman. 


The funding recipients (each of which 
received from $10,000 to $20,000) are 
Amesbury, Beverly, Gardner, Holyoke, 
Lowell, Lynn, Pittsfield, Roslindale, and 
Southbridge. For more details on this and 
other Council design programs, call 
617-727-3668. 


Public project guide is published 


Designing and Constructing Municipal 
Facilities is a new, 120-page manual on 
Massachusetts designer-selection and 
construction bid laws. The manual was 
compiled by Inspector General Joseph 
Barresi’s office to help guide officials who 
manage municipal construction projects. 


The manual focuses on legal require- 
ments, recommended practices and 
sources of assistance; it supersedes the 
1983 manual titled Chapter 579, The 
Omnibus Construction Reform Act: How 
Cities and Towns Can Comply With its 
Requirements. The designer-selection pro- 
cess, the design phase, construction bid- 
ding and the construction phase are the 
principal issues addressed in the new 
manual. 


Of particular interest to architects is the 
manual’s clarification of the role (or non- 
role) of fee bids in the designer-selection 
process. The manual reads, in part, as 
follows: 


**. , . One item which must not be 
included in the application is a fee 


proposal . . . One of the basic 
tenets underlying the State’s 
designer-selection statute is that the 
quality of service, not the cost, 
must be the determining factor. 
This is because design services 
generally represent only a small por- 
tion (ten percent or so) of the total 
cost of a construction project. At- 
tempting to save money by cutting 
corners on the design fee is, to use 
an old but apt cliche, penny-wise 
and pound-foolish. The extra costs 
which can result from inadequate or 
deficient design work will far out- 
weigh the meager savings achieved 
by selecting a less qualified but 
cheaper designer. The goal is to 
select the best designer available. 
Evaluations must be based strictly 
on quality, and cost must not be 
allowed to influence the ratings.’’ 


Copies of the manual are available 
through the BSA. Send your name, ad- 
dress and check payable to the BSA 
($10.00 for BSA/MSAA members; $20.00 
for non-members) to order a copy. 


Architect issuing instructions during 
progress meeting at the construction 
site. 


— (from Architect? A Candid Guide to 
the Profession by Roger K. Lewis; 
available in the Bookshop, 617-262-2727) 


Bricks 
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Ann Beha AIA (above) has been named a 
1987-88 Loeb Fellow at Harvard. Beha is 
one of only 12 American architects, plan- 
ners and allied professionals honored this 
year. MDC Commissioner William Geary 
and Boston land-use specialist Edith Net- 
ter, Esq. also were selected this year. 
* 


EOCD’s Designer Selection Committee 
recently issued revised eligibility criteria 
that supersede the criteria published in 
1975. Copies of the September 1, 1986 
memo outlining the new criteria are 
available from EOCD (617-727-9470) .. . 
EOCD’s Designer Selection Committee’s 
regular meetings are set for 1:30 p.m. on 
9/17, 10/15, 11/19 & 12/17. Call EOCD 
for location and agenda details. 

* 


Housing notes. Governor Dukakis has 
signed a $405-million housing bill in July, 
the largest housing package ever passed in 
Massachusetts. It includes $188.6 million 
for new public housing, $160 million for 
modernization of existing housing and $56 
million to stimulate private housing 
development and rehabilitation... A 
Report on Boston Housing Policy and 
Performance, published by the Mayor’s 
office in April, is an 80-page summary of 
the Flynn Administration’s housing efforts 
in the past three years (617-725-4000 for 
copies) . . . In its 8/3/87 issue, the 
Boston Business Journal reports that a 
$21-million grant to the Boston Housing 
Authority for low-income housing has 
gone largely unused for 16 months 
because neighborhood opposition to 
public housing has stymied City efforts to 
site housing. 

* 


Earl R. Flansburgh + Associates Vice 
President Michael Bourque (photo at 
right) has been elected National President 
of the Institute of Business Designers 
(IBD) . . . The New England Chapter of 
IBD, formerly led by Bourque, has elected 
Bruce Rhoades as President and Jay 
Philomena has been elected to serve on 
the national IBD board of directors. 
Other local IBD officers include Karen 
Guenther of Jung/Brannen, Deborah 
Plume of ADD Inc. and Ann Belinkoff of 
Arrowstreet. 
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Enjoy a rare opportunity to explore some 
of Boston’s rich architectural heritage by 
visiting historic churches of the Back Bay. 
The Boston Preservation Alliance’s first 
annual ‘‘The Splendor of Boston’s 
Churches’’ self-guided tour on October 4 
includes Arlington Street Church, Church 
of the Covenant, Emmanuel Church, First 
Baptist Church, First Lutheran Church, 
First and Second Church, New Old South 
Church, Our Lady of Victories and Trin- 
ity Church. Frequent talks will be given 
about art, architecture and the decorative 
arts in addition to brief musical programs. 
For tickets and other details call the BPA 
at 617-367-2458. 

* 


A recent New York Times report sent 
along by BSA Associate Member Kathy 
Bergum notes that American women, on 
average, are paid 68¢ for each dollar earn- 
ed by American men. The report also 
notes that 11.3% of American architects 
are women (up from 4.3% ten years ago). 
* 


The MBTA has leased the historic Newton 
Center station on the Riverside branch of 
the Green Line to the Abruzzi Co. of 
Newton, which plans to spend $400,000 to 
rehabilitate the Richardson-designed sta- 
tion and construct an adjacent public 
park. 

* 


AGC reports that its members contributed 
$146,000 to the Habitat Houseraising Pro- 
ject. Donations included cash, supervisory 
and production labor, materials, equip- 
ment and other assistance. 

* 


The long-awaited, new Suffolk County 
Jail will be operational by March 1990 as 
a result of a design/build process devel- 
oped and administered by the Common- 
wealth’s Division of Capital Planning and 
Operations (DCPO). From a field of 10 
design/build teams in a two-phase com- 
petition for the $50-million project, 
DCPO announced the selection of The 
George Hyman Construction Company 
and The Stubbins Associates, Inc., as the 
principal members, with Voinovich 
Monacelli Architects as associated archi- 
tects and correctional consultants. The 
new brick and granite structure (top of 
next column, photo of Stubbins Asso- 
ciates’ model) will be located adjacent to 
the Registry of Motor Vehicles on a site 
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created by the realignment of Nasu 
Street, and is designed to respond to its 
prominent, riverfront urban gateway site. 
Construction is scheduled to begin in 
September 1987, representing the first 
major design/build and fast-tracked proj- 
ect for the Commonwealth. 


* 


The Artists Foundation in Boston has 
given its 1987 Fellowship in Design (worth 
$9,500) to Cambridge landscape architect 
Michael Van Valkenburgh. Four local 
architects — Charles Crowley III, Michael 
Giardina, Brian Healy and Chris Young 
— received ‘‘Finalist’’ awards of $500... 
The BAC’s Chris Young also has received 
a 1987 SOM Foundation Fellowship 
($5,000) . . . CSI/Boston has given its 
first Awards for Excellence in Construc- 
tion Technology ($1,500) to Ann Crew 
(BAC), William McCarthy (Wentworth), 
Roberto Pietroforte (MIT), John Harding 
(Northeastern) and Alyosha Verzbinski 
(Harvard). 

* 


BRA director Stephen Coyle, according to 
the 7/12/87 issue of the Globe, would 
erase from the Boston landscape, if he 
could, One Exeter Place, Tremont-on-the- 
Common, the Pru, Harbor Towers, Inter- 
national Place and high-rises in the West 
End . . . The new real-estate magazine 
called ‘‘s/f’’ includes in its August issue 
an interesting interview with Coyle (whom 
“*s/f?’ refers to alternately as Stephen and 
Steven, nice spellings in both cases). 

* 


Sketches. The BSA is compiling a list of 
Massachusetts design/build firms. If yours 
is one, please drop the BSA a line... . 
BSA Affiliate Member and planner/ 
lawyer Michael Bernard writes an intrigu- 
ing and insightful broadsheet called 
‘Reflections on Space’’ (call 617-969-2495 
for subscriptions) . . . The 8/8/87 issue of 
“‘The Economist’’ includes a fascinating 
15-page examination of New England... . 
The BSA’s Bastile Day Tour & Picnic 
Supper in July was trumpeted on UPI’s 
newswire . . . Accreditation of Roger 
Williams College’s B. Arch. program has 
been extended for five years .. . The 
Rock ‘n’ Roll Museum in Cleveland is to 
be designed by I.M. Pei. . . Raise your 
hand if you found a Colonel of truth in 
Ayatollie North (the toy next door, voted 
most likely to secede). 


The AIA Documents. . . often we take 
them for granted. Now that they have 
been revised, we are reminded just how 
valuable, how crucial to the American 
building industry, the Documents are. 
And the Documents (140 of them?) are 
just one of the scores of tangible services 
summarized in the 1987 AIA ‘‘Member 
Benefits Catalog.’’ For the catalog, call 
617-267-5175. For the Documents, call 
617-262-2727. 

* 


The theme for one of the 1987 postage 
stamps issued by the European Con- 
ference of Postal and Telecommunications 
Administrations is ‘‘Modern Architecture 
as Art.’’ The Pompidou Center, Mies’ 
1928 German pavilion in Barcelona and 
Norman Foster’s Willis Faber Dumas 
building in England are among the scores 
of architectural designs represented on 
stamps produced by numerous European 
nations. 

* 


Enjoy Portugal in January. The BAC is 
sponsoring an architectural tour to Por- 
tugal from January 3 to 13 led by archi- 
tectural historian Paul Marx. ChapterLet- 
ter readers are invited. For a complete in- 
formation packet, call the BAC at 
617-536-3170. 

* 


EOCD has drafted an ‘‘EOCD Portfolio 
of Housing Plans’’ for family housing and 
elderly housing — a collection of ex- 
amples of units that meet EOCD’s livabili- 
ty criteria. The examples are meant to 
serve as points of departure for architects. 
EOCD is seeking architects’ critiques of 
these draft portfolios. For copies, call 
EOCD at 617-727-9470. 


Renderer Richard Lovelace of Boston is 
the first recipient of the Hugh Ferriss 
Memorial Prize, the top award for 
renderers in the annual American Society 
of Architectural Perspectivists (ASAP) na- 
tional competitive exhibition, now being 
held in Dallas. Lovelace won the award 
for his rendering (above) of a Massachu- 
setts office building. ASAP’s 
catalogs/directories of renderers are 
available through the Bookshop 
(617-262-2727). 

* 
The BSA’s renowned Boston waterfront 


poster by John Massey is again available 
in a 24’’x37’’ format . . . and, for your 


other undecorated rooms, 50 of Frank 
Lloyd Wright’s drawings also are available 
in 15’’x21’’ ready-for-framing format. 
Call the Bookshop (617-262-2727) for 
details on both of these extraordinary 
colored images. 

* 


The Women in Architecture Committee 
invites all interested readers to its Fall 
kick-off breakfast, an informal discussion 
of goals and ‘‘networking’’ activities, at 
8 a.m., Tuesday, September 22 at the 
Boston Architectural Center, 320 
Newbury St., Boston. 


“‘America By Design’’ is the extra- 
ordinary, new, five-part series on the peo- 
ple and events that shaped America’s 
houses, workplaces, streets, public places, 
monuments and the land itself. This PBS 
series, funded in part by the AIA and 
Haworth’s and hosted by the program’s 
creator, Spiro Kostof, begins on 
September 28 at 8 p.m. 

* 


The BSA’s Committee on Professional 
Appointments is compiling lists of Massa- 
chusetts architects interested in serving on 
city and town design-review, historic 
preservation and similar bodies. If you are 
an architect in Massachusetts with an 
interest in appointment to such roles, send 
a resume and a note to Ken DeMay 
FAIA, Chairman, BSA Committee on 
Professional Appointments, c/o Sasaki 
Assoc., 64 Pleasant St., Watertown, MA 
02172. Questions? Call DeMay at 
617-926-3300 or Richard Fitzgerald at the 
BSA (617-267-5175). 

* 


Massachusetts architects interested in serv- 
ing on the Board of Registration of Archi- 
tects are now being considered for 1988 
nomination by the BSA/MSAA. The 
Board is the public body appointed by the 
Governor to implement and revise (as 
necessary) Massachusetts’ licensing laws 
applicable to architects. If you are inter- 
ested in this opportunity, call or write the 
BSA/MSAA office at 305 Newbury St., 
Boston 02115 (617-267-5175). 

* 


This month’s award for advertising can- 
dor goes to the author of a recent Boston 
Globe classified ad for a ‘‘person with 
real estate planning exp. to push projects 
through zoning and planning boards in 
small rural towns...” 
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Ray Nadeau (above), manager of The 

Architectural Bookshop for four years 

during the Bookshop’s dramatic growth 

years, concluded his tenure at the Book- 

shop this summer and is now devoting his 

considerable talents to other enterprises. 
* 


PSMJ reports that design firms are 
‘highly profitable but less so than last 
year .. . Median profit on net revenues 
before bonuses and taxes was 8.9%, down 
slightly from 9.5% a year ago.’’ The 
report is drawn from the 170-page ‘‘1987 
PSM/J Financial Statistics Survey Report, 
which also found that 61% of firms 
surveyed use CAD/D (up from last year’s 
47%). Copies of the full report may be 
ordered through the Bookshop 
(617-262-2727). 


* 


Architects design jewelry! The most 
famous names in contemporary archi- 
tecture are turning their talents to 
wearable art. Stanley Tigerman, Richard 
Meier and Robert A. M. Stern are among 
those who are creating affordable 
statements of style and history. Pictured 
below is Tigerman’s ‘‘Folly’’ brooch in 
blue, ochre, red white, aqua; 2-1/2’’; 
$40.00. Other pieces range from $20 to 
$50. Available now in the Bookshop — 
limited supply. 


A final note on the state-of-the-art in con- 
struction methods: To accelerate the 
building process, the industry introduced 
the notions of ‘‘design/build’’ and ‘‘fast- 
tracking’. Now, a Connecticut developer 
is pushing something called ‘‘immediate- 
build’’ (presumably, construction begins 
at the precise moment the architect is 
hired). Next, it is supposed, comes ‘‘pre- 
build’’ in which the building is designed 
as soon as construction is completed. 


How to value an architectural practice: the three yardsticks 


This article first appeared in ‘‘Architects’ 
Office Management & Administration”’ 
and is reprinted with permission. 


It’s estimated that more than one out of 
two architectural firms in this country will 
give some consideration to merging, buy- 
ing, or selling a practice during the next 
12 months. Obviously, far fewer deals are 
actually consummated, but enough are ex- 
plored seriously to move a number of 
architectural firm owners to question just 
how much a specific practice is worth — 
theirs or someone else’s. 


Two major differences distinguish archi- 
tectural firms from most other businesses 
when it comes to determining their worth. 
One is the non-recurring nature of a 
substantial portion of each year’s 
revenues. There is no assurance that an 
average of the last several years’ revenues 
can be extended. The other is that ‘‘earn- 
ings’’ is not a clear cut, mathematically 
certain figure. In most firms, partner 
bonuses and compensation arrangements 
must be adjusted to ‘‘back’’ into a so- 
called net income or ‘‘earnings’’ figure. 
Since both gross billings (revenues) and 
‘‘earnings’’ (net profits) are essential 
numbers in the valuation formulas that 
follow, the difficulty in making a simple 
computation for the value of any firm is 
obvious. The three methods analyzed here 
are, in the most fundamental sense, only 
guidelines. These three methods are the 
components (asset-by-asset) method; the 
capitalization-of-billings method; and the 
discounted-future-earnings (present-value) 
method. 


A major assumption that is critical in the 
case of design firm valuations is that the 
key talent (‘‘client getters’? and ‘‘doers’’) 
will stay on board for a reasonable and 
foreseeable future. 


With these caveats, an understanding of 
the pivotal valuation guidelines equips 
anyone to better understand the elements 
that go into the magical mix that produces 
a price tag for a practice. 


1. Components Method. This method 
recognizes the asset components of the 
practice, which typically are current 
assets, fixed assets, personnel, goodwill, 
and other intangible assets. This has 
nothing in common with a balance sheet 
approach to book value. 


In theory, the components method for- 
mula would be as follows: evaluation 
equals current asset value plus fixed asset 
value plus intangible values minus 
liabilities assumed. 


Current assets. These typically include 
cash, accounts receivable, ‘‘inventories,’’ 
and prepaid expenses. 
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® Cash. Obviously, cash does not cause 
any evaluation problems, except in 
unusual circumstances such as foreign 
deposits or frozen accounts. 


* Accounts receivable. An analysis of ac- 
counts receivable is necessary to determine 
net realizable value for these accounts. 
Generally, in the absence of seller or 
merging parties’ guarantee as to the value 
of the receivables, some appropriate dis- 
count factor based upon collection experi- 
ence must be applied. 


¢ Inventories. In architectural firms, 
‘‘inventories’’ consist principally of ‘‘work 
in progress’’ and, in a very minor sense, 
some supplies. While placing a definitive 
value on unbilled work in progress can be 
difficult, it nevertheless can be done 
within a reasonable range. The collecti- 
bility of these services also must be 
evaluated. 


© Prepaid expenses. These accounts in- 
clude essentially unexpired insurance, non- 
inventory supplies, and prepaid interest, 
and are relatively easy to attach a specific 
value to. 


Fixed assets. These usually include office 
space, leasehold improvements, furniture 
and equipment, and computers and soft- 
ware. 


© Office space is normally assumed at the 
remaining contract payments plus pre- 
payments and deposits. However — and 
this can be a big ‘‘however’’ in some in- 
stances, appropriate adjustments may 
have to be made if the lease terms vary 
significantly from the current market — 
either up or down. For those practices 
that have mistakenly (in ARCHMAR’s 
view, that is) retained ownership of their 
office space as a firm asset, a normal real 
estate appraisal would be required. 


© Leasehold improvements, if they are be- 
ing amortized evenly throughout the lease 
period, may already be appropriately 
valued in the ledger accounts. If not, ad- 
justments must be made here, as well. 


© Office furniture and equipment ap- 
praisal on a present-value basis is the most 
acceptable method of ascertaining their 
market value. Computers and software 
make up one of the most significant 
elements in the category of fixed assets. 
The problem with this asset is that the dif- 
ference between fair market value and 
replacement value can be huge. An 
equitable approach generally has to be 
taken with respect to the probability of 
use and an estimate of the life of both the 
hardware and software. 


Personnel. In addition to goodwill, this 
component raises the most problems with 


respect to a numerical value. In the case 
of mergers, if the number of professionals 
and support staff and their educational 
background and experience are essentially 
similar, then neither party need consider 
this component in the computation. In the 
case of a sale or purchase, however, the 
personnel may well represent the firm’s 
most important ‘‘non-balance-sheet 
asset.’ 


Under these circumstances, the best ap- 
proach to valuing personnel (and their 
ability to extract clients must be excluded 
here, since it will be included under good- 
will) is to try to create some kind of 
reasonable formula on a replacement- 
value basis. In other words, how much 
would it cost (on a net basis) to find, hire, 
train, integrate, organize, and manage 
through to a functioning unit a com- 
parable group of professionals and sup- 
port staff? Such a number can then be 
discounted or added to, depending upon 
the unique qualitative factors attributable 
to the staff, as well as probability of 
retention (loyalty). This may sound extra- 
ordinarily subjective, but it is the best of 
an imperfect set of solutions. 


Goodwill. In many instances, the value of 
a practice’s clientele (i.e., goodwill) is, 
along with personnel, the most important 
element of the purchase. In valuation 
terms, though, clientele is more than just 
the client list. It also consists of the right 
to serve those clients and the predisposi- 
tion of those clients to give their work to 
the firm, as well as the files, plans, 
specifications, memoranda, and analyses 
relating to their work. 


How do you place a value on clientele? 
The most widely-quoted evaluation ap- 
proach seems to be the arbitrary figure of 
100% of average gross billings of the last 
three years, a figure that one expert says 
has been used so extensively that it’s con- 
sidered by some to be precisely what a 
sound practice is worth. But there have 
been so many deviations from this bench- 
mark that it would be dangerous to accept 
it without question. In fact, stubborn 
adherence to that number has often 
caused negotiations to collapse, since the 
actual value is either significantly higher, 
or, usually, lower than 100% of gross 
fees. 


One approach is to use the 100%-of- 
gross-fees as a Starting point, to be ad- 
justed up or down depending on various 
quality factors. 


(The other two methods of valuing a firm 
are described in the second and con- 
cluding part of this article, which will 
appear in the next issue of the Chapter- 
Letter.) 


New Titles in The Architectural Bookshop 


The Bookshop is operated by the BSA as a service to the profession and the public. 
BSA/MSAA members enjoy a discount on most purchases. 


GERMAN 
ARCHITECTURE 


AND THE CLASSICALIDEAL 


baa 
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German Architecture and the 
Classical Ideal; by David Watkin and 
Tilman Mellinghoff. MIT Press. 300 
pp. $50.00. German Classicism is a 
powerful architectural force that is only 
now being fully studied. As this exten- 
sively illustrated book shows, palaces, 
private houses, public buildings, and 
urban planning all received patronage on 
a scale that could not be paralleled in 
other countries. All over Germany, rulers 
were dramatically transforming their 
capitals and the achievements are by any 
standard astonishing. 


Life Between Buildings; Using Public 
Space; by Jan Gehl. Van Nostrand 
Reinhold. 208 pp. paperback. $25.50. 
Revised and available in English for the 
first time, this important work, one of the 
most successful architecture books pub- 
lished in Scandinavia, examines the design 
and use of outdoor space — streets, side- 
walks, plazas, yards, courtyards, and 
parks. It demonstrates how the quality of 
outdoor space at all scales, from private 
residence to city, affects outdoor activity, 
encouraging or discouraging social use. 


617-262-2727 


66 Hereford St. 
Boston, MA 02115 


66 Hereford St. 
(opp. BAC) 


Order by phone 
Order by mail 


Order by foot 


Order by plastic 
or MasterCard (or open a Bookshop 
charge account) 


9-8, Mon.-Thurs.; 9-5, Fri. & Sat. 


Over 4,000 titles all AIA 
Documents ... building codes ... 
delivery service... gifts ... cards 

. periodicals ... will order any 
book in print. 
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Book descriptions provided below have 
been adapted from publishers’ notices. 


New York’s Fabulous Luxury Apart- 
ments; by Andrew Alpern. Dover 
Publications. 159 pp. paperback. 
$7.95. This magnificently illustrated book 
— there are over 100 line drawings of 
representative apartment floor plans and 
over 100 black-and-white photographs — 
splendidly reveals the architectural and 
decorative details of life at the top in 
Manhattan. From the East Side to the 
West, here are the vital statistics on 
seventy-three of New York City’s best lux- 
ury apartment addresses, from vintage 
structures such as the Dakota and the 
Dorilton to the more contemporary 
Olympic Tower. 


House, Love/House, Texas Zero. by 
Lars Lerup. MIT Press. 112 pp. 
paperback. $19.95. In the three house 
projects drawn and described here, Lars 
Lerup makes ‘‘planned assaults’ on both 
architectural dogma and social convention 
as they are represented by the single- 
family house, its site and its program, real 
or imaginary. His subjects are a suburban 
house in California, a Parisian house 
where a visitor awaits his lover, and a 
country retreat in Texas for an indepen- 
dent woman. His creations invite the 
dweller or the beholder momentarily to 
leave behind the patterns of everyday 
existence to enter the imaginative world of 
architecture. 


Means Landscape Estimating; by 
Sylvia Hollman Fee, BSLA. R.S. 
Means Company. 279 pp. $41.95. At 
last! A straightforward ‘‘how to do it’’ 
guidebook for preparing bid-winning 
landscape cost estimates. This landmark 
guide includes a fully worked out sample 
estimate, a full chapter on how to use 
‘*Means Site Work Cost Data’’ as a pric- 
ing resource, dozens of helpful forms, 
worksheets, checklists, and estimating 
aids. 
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Corbu for you 


A new poster (above) commemorating the 
work of Charles Edouard Jenneret (Le 
Corbusier) is on sale now in the Book- 
shop. Designed by Boston’s Marcia 
Romanuck, the 17’’x22’’, two-color poster 
depicts designs and major events in the 
life of Corbu. Buy one for $6.00 or call 
617-262-2727 for pricing on bulk orders to 
use as promotional material (there’s a 
blank copy block at the lower right for 
your firm’s name). 


New in The Architectural Bookshop... 


Frank Lloyd Wright engagement calendar, 
27 color plates, hard cover with spiral in- 
terior binding, address and useful infor- 
mation section, 7'%2’’x9'4’’, $11.95. Page 
after page of renderings of famous proj- 
ects for inspiration; two-weeks-at-a-glance 
format for a constant overview of your 
projects. Please contact Bookshop 
Manager Brian Tierney for special pricing 
on large orders for office gifts . . . Also 
in stock, the oversize -. L. W. wall calen- 
dar, $16.95; and the beautiful co/or sket- 
ches from Volume 3 of limited edition 
portfolio, $40.00. 


For very young designers .. . 


For all budding architects who want to 
emulate daddy or mommy — have a fam- 
ily Charrette with this terrific Design-a- 
Home stencil set. Durable plastic stencils, 
fibertip pens, pencil, sharpener, eraser, 
pad, line & color guides included in a 
boxful of Saturday fun; $10.00. 


More playtime fun comes in the shape of 
Dollhouse or Playtown Playmats — 3 ft 
x 4% ft, heavy-duty vinyl mats to color 
and play on. Instructions and wipe-off 
crayons included; $10.00... Also a new 
Road Signs set with seven different 
painted wood traffic signs, $12.00 (for use 
with Playtown mat or your children’s 
blocks or trains). 


The architect’s seal: when to use it 


This article is presented by the BSA’s Pro- 
Sessional Practice Committee (chaired by 
Charles Heuer AIA, Esq.) as a part of its 
continuing series on topics of interest to 
the profession. This month’s article was 
prepared by Committee member John 
Willand AIA. All information provided in 
this column is intended to be helpful; 
however, no one should act on it without 
verifying with her/his attorney or other 
advisor that this discussion is applicable to 
the facts of her/his situation. 


For those of us employed at large firms, 
getting registered can seem more a rite of 
passage and a measure of personal accom- 
plishment than a practical step taken to 
enable us to perform architectural services 
for a fee. It is difficult to determine the 
size and type of projects that require an 
architect’s seal, especially when many of 
us work in organizations in which a very 
small percentage of the employees actually 
use their seals. And, just as we may be 
uncertain about which conditions in a 
given project will require the services of a 
registered architect (as signified by his or 
her seal affixed to the project documents), 
so too are we likely to be unsure about 
which practices constitute misuse of the 


seal and which actions establish grounds 
for its repeal. 


Massachusetts law provides for a Board of 
Registration of Architects to issue cer- 
tificates of architectural registration to 
qualified individuals. Massachusetts law 
also requires registered architects to use a 
seal as evidence that plans and specifica- 
tions have been produced by them or 
under their personal supervision. 


This architectural seal, or that of a 
registered professional engineer, is re- 
quired by the State Building Code (780 
CMR 113.5.2) to appear on all plans and 
specifications for buildings containing 
more than 35,000 cubic feet, as a pre- 
requisite for obtaining a building permit. 
The seal in this case signifies not only that 
a registered architect (or engineer) 
prepared the documents, but also that the 
documents conform to applicable provi- 
sions of the Code. The Code (780 CMR 
127.0) qualifies the 35,000 cubic feet 
dimensional threshold by excluding one- 
and two-family houses and buildings used 
for farm purposes from those buildings 
for which registered architects or engineers 
must prepare documents. Even so, pru- 
dent designers should check with the local 


Ben Thompson proposes re-marriage of ‘‘design’’ and ‘‘craft’’ 


When he was presented the Louis Sullivan 
Award for Architecture, Ben Thompson 
FAIA proposed a means of re-uniting the 
processes of building design and building 
construction. These are excerpts from 
Thompson’s address to the International 
Union of Bricklayers and Allied Crafts- 
men, which presented the Award. 


. . . One of the most frustrating condi- 
tions in my career has been the formal 
separation of architects from the construc- 
tion process and its artisans. In the distant 
past, a building was conceived and erected 
by the same craftsman. Constant memos 
were hardly needed. Today, the architect 
is often physically blocked from com- 
municating with the very people who 
should be his teammates. 


You know the rules of the system. The 
architect talks only to the construction 
manager. He talks to the supervisor. 

He passes the word along to the foreman. 
He is supposed to carry what’s left of the 
instructions to the working team. It’s a 
game of telephone — but not com- 
munication. 


The worst aspect is that two key people, 
designer and maker, who should be in- 
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structing each other and enjoying creative 
feedback, are kept in isolation wards... 


I am not a medievalist — I recognize that 
specialization is with us. It could be col- 
laborative and reciprocal, devoted to 
career growth of many people in the 
building process. It can have lasting 
benefits in bridging the gap — which is 
now an abyss — between the design and 
the making of buildings. 


I can visualize a special summer institute. 
I will call it an ‘‘Apprenticecamp.”’ This 
apprenticecamp could be housed in a 
school or a summer camp, perhaps along 
the Maine or Cape Cod coast. 


It would be for young architects and 
young apprentice bricklayers, masons, 
plasterers, who as part of their formal 
training would work together with ex- 
perienced craftsmen in an apprentice 
capacity — the interaction, of course, 
would be reciprocal. 


Architects would learn about materials, 
skills, and processes of which [craftsmen] 
are the masters. Architects in turn could 
introduce craftsmen to the ideas behind 
planning, designing, and detailing — even 


building inspector before embarking on 
production of documents for a large, 
complex house or barn to ensure that a 
seal will not be required. 


Violation of the requirements concerning 
using one’s seal may result in a fine 
and/or jail term (M.G.L. Chapter 112 §60 
O), and registered architects who ‘‘lend 
out’’ their seal (whether for compensation 
or not) expose themselves to the risk that 
their registration will be revoked [M.G.L. 
Chapter 112 §60G(f)]. The State expects 
that an architect who uses the professional 
seal has ‘direct professional knowledge’’ 
of the work to which the seal is affixed 
and that the work, if not by the archi- 
tect’s own hand, was supervised by the 
architect and performed by the architect’s 
regular employees (M.G.L. Chapter 112 
§60F). 


In light of the penalties that the State may 
impose on an architect for misuse of the 
seal, architects should be familiar with the 
Massachusetts registration and seal re- 
quirements and should practice within 
legal boundaries. The AIA Code of 
Ethics, of course, also contains penalties 
for unethical practices. 

— John Willand AIA 


to the history of architecture. We would 
need some masters of the crafts to run 
demonstrations and lead discussions. 
There could be sessions with specialists on 
changing construction techniques and the 
technology of preservation. Slides, films, 
seminars — cookouts, fishing trips — it 
would be fun and instructive. 


At its best it would be a ‘‘fellowship,’’ an 
intense, informative and realistic educa- 
tional experience for both sides, to which 
you might grant desirable fellowships. It 
could generate a national network of ap- 
prenticecamps. 


As an outgrowth of this interaction, I 
could foresee a visual product (book, 
calendar, advertisement) featuring a series 
of great art works in ways that make clear 
the traditional interrelationship of ‘‘the 
Craft of Design and the Art of Building.’’ 
Indeed, it comes down to expressing the 
Joy of building. Using examples from 
Canaletto, Monet, Marin, Hassam and 
others, this could be handsomely con- 
veyed to public and professional alike to 
represent the legacy of beauty and skill 
that is part of our joint lineage and joint 
contribution to cities of today and 
civilizations to come. 


BSA board proposes simplified dues system 


Have you heard fellow BSA members 
complain about the dues structure — that 
it is confusing, unfair, or too com- 
plicated? You probably have heard the 
same arguments that prompted the BSA 
Membership Committee to begin its dues 
restructuring study three years ago. 


On June 5, 1987, the BSA Board of 
Directors voted to adopt a new BSA dues 
structure proposed by the Membership 
Committee. The new system, if approved 
by the membership at the November An- 
nual Meeting, will become effective 
January 1, 1988. It is designed to: (I) 
simplify the dues structure; (2) encourage 
new membership by providing low first- 
year dues; (3) insure fairness to all 
‘“‘member firms’’, including multi- 
disciplinary firms, in the assessment of 
what have traditionally been mis-named 
“supplementary dues’’; (4) reward firms 
for encouraging their employees to 
become members; and (5) maintain the 
BSA’s current total dues revenue. The 
beauty of the system is that these goals 
can be achieved without major changes in 
the dollar amount that anyone paid in 
1987, thanks to repeated surveys, careful 
analyses, and tireless efforts by the Board, 
Membership Committee (Pam Woodworth 
AIA, in particular) and BSA staff 
members Melodye De Beradinis and Con- 
nie McMillin. 


When the study began, every conceivable 
scenario was explored. Other chapters 


were surveyed and it was discovered that 
the BSA’s dues are in line with those of 
other areas, but more complicated. The 
AIA structure is used as a model for the 
majority of chapters and became the 
model for our new system. 


BSA dues are divided into two categories: 
‘*individual dues’’ and ‘‘supplemental 
dues’’. These categories are much like 
individual and corporate taxes and, as 
such, the term ‘‘supplemental dues’’ is be- 
ing changed to ‘‘Firm Assessment’’ to 
more clearly reflect the true nature of this 
category of dues. The individual dues will 
remain largely unchanged, except that 
there will be fewer dues categories. The 
vast majority of members will continue to 
pay $191 per year, unchanged since 1984. 
The major changes will be in the way the 
‘Firm Assessment’’ is calculated for each 
firm. The primary proposals are as 
follows: (1) firms will be assessed based 
upon the number of employees who are 
registered architects only, not upon the 
larger number of ‘‘technical employees’’ 
as before; (2) sole practitioners will con- 
tinue to be exempt; and (3) firms will con- 
tinue to receive credits for employees who 
are individual members of the BSA. 


The table in the next column is an illustra- 
tion of the implications of the changes 
now proposed: 


Cheers... 


. . . for the lavish and complete restora- 
tion (by Jung/Brannen) of the United 
Shoe Machinery Building, which now 
graces downtown Boston by day (left) 
and... 


More Cheers... 


. . . for its restored night illumination 
(right), which makes this Art Deco 
treasure even more visible and valuable. 


“Cheers & Tears’’ is a regular feature of the 
ChapterLetter. Readers are encouraged to sub- 
mit suggestions for this feature (with captioned 
photographs) to Robert Neiley AIA, 286 Con- 
gress Street, Boston, MA 02210 (617-426-9720). 
Neiley and his colleagues on the BSA’s Historic 
Resources Committee consider all submissions. 


Current Proposed 

Individual dues (a) dues dues 
Registered Architects 

Ist year $131 $ 91 

2nd year 151 141 

3rd year 171 191 

4th year and beyond 191 191 
Associate Members 

Ist year 25 35 

2nd year 40 55 

3rd year 55 75 

4th year and beyond 70 75 
Emeritus Members free free 
Firm Assessments (b) 
Registered Architects 

(not BSA members) 65 140 
Registered BSA/AIA 

Members 50 105 
Technical Employees 65 0 
Associate Members 

(not BSA members) 65 0 
Associate BSA/AIA 

Members 50 0 


(a) Affiliate and student dues vary annually 


and are not included in this table. 
(b) Formerly called ‘‘Supplemental Dues.’’ 


As noted, this proposal is to be voted on 
by the members at the annual meeting. In 
the meantime, please send your com- 
ments, critiques and suggestions to the 
Membership Committee at the BSA. 

— Marc Margulies AIA 
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Coming soon to your local 
World Trade Center... 


Stephen Coyle, Ed Logue, Graham Gund 
FAIA, Joan Goody AIA, Stanley Tiger- 
man FAIA, Joan Mondale, Robert Camp- 
bell AIA, Carl Sapers, Chris Noble, 
Chuck Heuer AIA, Martin Nolan, Ron 
Druker, Fred Koetter AIA and James 
O’Leary are among the 200 developers, 
architects, public officials, critics, editors, 
lawyers and allied professionals who will 
be leading workshops and seminars at 
“Build Boston ’87’’ in November. Work- 
shop space is limited so ChapterLetter 
readers should register now. Use the 
**Build Boston”’ registration packet you 


yooiyoog 4q ojoyd 


received in the mail this month, which Graham Gund FAIA 
includes descriptions of over 70 work- 

_ mS shops on design and construction issues, - 

‘ or call for another packet (617-965-0055 y 
or 617-267-5175). 


* 


ACSA/AIA Conference at 
**Build Boston”’ 


This year ‘‘Build Boston’’ welcomes the 
national conference of the ACSA/AIA 
Council on Architectural Research. The 
Research Conference workshop sessions 
are integrated in the ‘‘Build Boston”’ 
workshop schedule. For Research Con- 
ference details and registration materials, 
; d call 617-965-0055 or call ACSA at 

° . a 202-785-2324. 

Joan Mondal 


. 


BUILD 
BOSTON _ 
o/ BSA 


Chuck Heuer AIA, Esq. Chris Noble, Esq. 


SJOYIIN' atsolinp Aq o10yd 


Ed Logue Joan Goody AIA Stephen Coyle 


Opportunities 


Competitions/A wards — NEA design 
project grants & individual grants/fellow- 
ships for designers; multiple deadlines; 
202-682-5437 for info . . . Building & 
Social Housing Awards/Shelter for the 
Homeless; 9/30 deadline; BSHF, 
Memorial Sq., Coalville, Leicestershire 
LE6 4EU, England; tel. Coalville (0530) 
39091-4 . . . For up-to-date details on 
design competitions, subscribe to ‘‘Dead- 
lines,’ HC 1, Box 17, Hawley, MA 01339 
($24/yr. for 15 issues)... Aga Khan 
Award Program, Award Procedures, 32 
chemin des Crets-de-Pregny, CH-1218 
Grand Saconnex, Geneva, Switzerland 
(rolling deadlines) . . . Architectural 
Woodwork Institute Award Program; 
rolling deadline; 703-671-9100 (Elaine Ball 
or Elaine Ferri) . . . Housing Cost- 
Reduction Competition; 9/8 deadline; 
517-373-8370 (J.R. Flanigan, Chief Archi- 
tect) . . . Design-a-Gazebo Competition; 
$2,000 prize; 10/1 deadline; 800-343-1900 
. . . ‘*Window Treatments’’ design com- 
petition; 9/16 deadline; 612-293-1544... 
Residential design competition; 9/22 dead- 
line; Entries Committee, Shinkenchiku 
Res’! Design Comp., 1987; Shinkenchiku- 
sha Co., 2-31-2 Yushima; Bunkyo Ward; 
Tokyo 113, Japan . . . “‘Bridge of the 
Future’’ design competition; 10/19 dead- 
line; Bridge Image Int’] Comp., Shinken- 
chiku-sha Co., 31-2 Yushima 2-chome, 
Bunkyo Ward, Tokyo 113, Japan (tel. 
03-811-7101) . . . Concrete-Reinforcing 
Steel Institute design awards; 11/6 dead- 
line; 312-490-1700 . . . Excellence in Glass 
Design Awards; 12/15 deadline; 
703-442-4890 (Barbara Nagle) .. . P/A 
Architecture, Planning & Research 
Awards; 9/8 deadline; 203-358-7531... 
East Meets West design competition; 
deadline extended to 9/30; 212-586-6314 

. . . Illinois Prize for HABS measured 
drawings; 9/15 deadline; 312-922-1742 

. . . Computer graphics animation com- 
petition; 12/1 deadline; 703-698-9600 . . . 
AIDS Research Centers design competi- 
tion; $30K first prize; 408-943-9738 .. . 
Lighting design awards (IALD); 9/30 
deadline; 212-206-1281 (Marion Greene) 

. . - Nat’l Lighting Bureau awards; 10/15 
deadline, 202-457-8437 . . . Waterfront 
ideas competition; 9/28 reg. deadline; 
212-935-3960 . . . The Guild crafts com- 
petition (incl. architectural details); 9/30 
deadline; 212-242-3730 . . . 9th Annual 
Interiors Awards; 9/11 deadline; 
212-764-7767 . . . Long Island Design 
Awards for projects in Nassau & Suffolk 
Counties; 516-365-4240 . . . Post Office 
Sq. (Boston) Design Competition; 
617-451-2100 (Ann Beyer) . . . Masonry 
Design Awards; 10/1 deadline; 
203-243-3977 . . . Non’res’] wood design 
awards; 10/1 deadline; 202-833-1595... 
Urban Landscape Award (Mass. Horticul- 
tural Soc.); 9/30 deadline; 617-536-9280. 


Workshops/Conferences — IV World 
Biennale of Architecture (““INTERARCH 
’87’’), 9/21-27, Sofia, Bulgaria, Centre 
for Int’! Congresses & Meetings, 1000 
Sofia, 20 Serdica Street, Bulgaria; tel. 
885744; telex 22692 REZ SF BG... 
N.E./AIA Regional Conference (for N.E. 
architects), 9/18-20; Cranwell Resort in 
the Berkshires; 413-339-4018 ... AIA 
Documents workshop, Worcester, 9/30; 
617-496-8564 (Lee Tabor AIA)... BSA 
co-sponsored specs workshop (see p. 2) 
... ‘Being More Profitable & Com- 
petitive with PC CAD/D,”’ 9/14-15, 
Boston; four 2-day sessions; 617-492- 
1148 or 202-626-7348 . . . Design Manage- 
ment Conference, Martha’s Vineyard, 
9/20-24; 617-236-1315 . . . Harvard GSD 
evening courses; 617-495-9340 . . . 
Facilities Management Conference, 
9/27-29, Cambridge, 617-253-6148 (MIT). 


Exhibits/Lectures/Tours — Historic 
Neighborhoods walking tours of Boston; 
617-426-1885 . . . A/E/C Systems Study 
Tour to Hong Kong and A/E/C Systems 
Japan ’87; 9/17-10/1; 800-645-3437... 
Boston By Foot tours; Boston Common & 
Public Gardens, 9/27; 5-hour tour of 
Boston, 9/7; 617-367-2345 for details . . . 
Governor’s Design Awards Exhibit of 
Winning Entries; Mass. Port Authority, 
Logan Airport Terminal C, 8/3-9/30.. . 
“Boston By Slide,’’ a slide-lecture on 
Boston’s architectural history available to 
rent (with speaker), 617-367-2345 ... 
BSA Computer Drawings Exhibit (see p. 
3)... BSA Women in Architecture Ex- 
hibit (see p. 2)... BSA Tour of Russia 
(see p. 2). . . Lecture on Copley Square 
re-design (see p. 1). . . Tour of design 
firms in Boston (see p. 1)... SPNEA 
tour to Deerfield & Williamstown historic 
houses; 9/27; 617-227-3956 . . . El Lis- 
sitzky exhibit at Sackler Museum, 
9/26-11/29; 617-495-2397 . . . Tours of 
historic Boston churches (see p. 6). 


Miscellaneous publications 


The AIA has developed a new liabil- 
ity claims-reduction tool architects 
can use to help clarify expectations. 
It is an inexpensive booklet titled 


“*You and Your Architect’’ and it is a 
step-by-step guide for clients; it tells 
clients how to use architects, what to 
expect, how to select an architect, 
how to decide what services are need- 
ed, how to pay architects and on and 


AIDS resources 


The following is a partial listing of AIDS- 
related services in the Boston area. A 
special workshop on AIDS, sponsored by 
the BSA, is set for ‘‘Build Boston ’87”’ in 
November. 


AIDS Action Committee/617-437-6200 
(education and support group for people 
with AIDS, their families, friends and 
health care providers; bereavement sup- 
port groups for those having lost someone 
to AIDS) 


AIDS Action Line/617-536-7733 (AIDS 
Action Committee Service, providing in- 
formation, referrals, and support; 9-9, 
M-F/10-4, Sat./12-4, Sun.) 


AIDS Hotline/617-424-5916 (The Com- 
munity Infectious Disease Epidemiology 
Program of the City of Boston; public 
health nurses answer questions about 
AIDS and make referrals) 


Public Health Service Hotline/1-800-342- 
AIDS (4-minute recorded message on 
AIDS/8:30-5:30) 


Newton-Wellesley-Weston-Needham 
Multi-Service Center/617-244-4802 
(24-hour Crisis Counseling/Adolescent 
Health Clinic) 


Newton Wellesley Hospital Infectious 
Disease Control Department/617-243-6000 
(testing done upon request by appoint- 
ment only) 


Boston City Hospital AIDS Clinic 
(617-424-4290/424-4291 by appointment 
only) 


Beth Israel Hospital - Mass. General 
Hospital, New England Deaconess 
Hospital (Boston Hospitals Cosortium for 
AIDS diagnosis and treatment/physician 
referral only) 


Alternative Testing Sites 
(617-727-9086/522-4090; confidential 
testing for AIDS exposure). 


on. The BSA has ordered a supply. 
To obtain one or more copies, call 
617-262-2727 . . . ‘‘The 1986-87 
Architectural Bookshop Catalog”’ 
(617-262-2727) . . . ‘“Ownership 
Transition: Bowing Out Gracefully, 
Taking Over Diplomatically’’ (Archi- 
tecture Technology reprint; 
617-262-2727) . . . ‘“Ownership Tran- 
sition: Guidelines and Checklist,”’ 
$10.00/$6.00 for BSA/MSAA mem- 
bers (617-267-5175). 
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Letters 


Editor: 


[This is in response to] Dr. R. Hashimshony, 
Architect, re: her [letter in the July Chapter- 
Letter in which she found] the BSA Women in 
Architecture Exhibit to be ‘‘discriminating’’. 


‘‘Discriminating’’, meaning ‘‘distinguishing’’, 
is precisely the intent of the exhibit. The objec- 
tive was to distinguish women in the field by 
their work. The justification for the exhibit was 
not, as [Dr. Hashimshony] implies, reverse 
discrimination. The fact is that the number of 
women architects has not until recently been 
substantive. During this catch-up period, the 
identification and promotion of women, which 
is supported by the BSA and others, is 
necessary and should, in our opinion, be ap- 
plauded. Someday, exhibits like the one you 
found objectionable may be anachronistic or 
retrogressive. 
— Melissa Bennett AIA 
Carolyn Hendrie AIA 
WIA exhibitors & Committee members 


Editor: 


A group of architects and planners in the 
Boston area has organized a Library Develop- 
ment Project of Architects and Planners in 
Support of Nicaragua at the request of our 
Nicaraguan colleagues. 


The architects, planners and engineers of 
Nicaragua are charged with myriad, complex 
and overwhelming tasks. Years of underdevel- 
opment . . . [are] exacerbated by the seven- 
year-old contra war . . . [and] the series of 
earthquakes which have left the national capital 
a suburban sprawl surrounding an empty city 
center. 


. .. IT recently met with numerous practitioners 
in Nicaragua to determine for the Library 
Development Project exactly what biblio- 
graphic resources they most need. All [local 
resources] lack reference books, construction 
standards, and information on design and 
building technology. They have no contem- 
porary periodicals, and were profusely grateful 
for five- and six-year old issues of Archi- 
tectural Record... 


The Library Development Project has been 
soliciting donations of books and periodicals 
from major architectural publishers, bookshops 
and individuals . . . the Project has already 
collected more than $10,000 worth of mate- 
rials. Your help is extremely valuable. You can 
check your firm’s library for outdated 
references and periodicals which could be 
donated, check your personal library for books 
you no longer use, send a contribution to 
enable us to buy specific titles requested and/or 
become actively involved in the Library 
Development Project. 


For more information about APSNICA, con- 
tact me at 85 Jamaica St., Jamaica Plain, MA 
02130. 

— Gail Sullivan 
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Fame 


Jung/Brannen, Cambridge Seven, Michael 
Interbartolo AIA, CBT, Kallmann 
McKinnell and Wood, ADD Inc. and 
Architectural Resources Cambridge have 
contributed over $4,000 to the student 
group at the BAC that is hosting the na- 
tional convention of architecture students 
in Boston this Fall . . . P/A’s August 
issue reports on the BSA Boston Exports 
Design Awards won by Cambridge Seven, 
Jeremiah Eck AIA, Graham Gund Archi- 
tects, Crissman & Solomon and Archi- 
tectural Resources Cambridge . . . Mayor 
Flynn has appointed Hez Pratt AIA and 
Jim Alexander AIA as Alternates to the 
Boston Landmarks Commission and 
Anthony Pisani AIA has been named a 
Commission member . . . Paul Fermano 
AIA has been appointed an Associate at 
Janovsky/Hurley Associates . . . MIT has 
created a biannual, $10,000 prize named 
for Lawrence Anderson FAIA; the Ander- 
son Award will support documentation of 
the built environment . . . Walter 
Rosenfeld AIA has been elected President 


of CSI’s Boston Chapter; Rosenfeld 
(above) also writes on pre-bid conferences 
in the 8/87 issue of P/A ... A list of 
contributors to the Dukakis campaign 
published in The Tab (8/11/87) included 
Patrick Ahearn AIA, Jim Alexander AIA, 
David Buckley AIA, Lois Champy AIA, 
Herb Eisenberg AIA, Daniel Coolidge 
AIA, William Feldkamp AIA, Robert 
Fondren AIA, Jon McKee AIA, George 
Notter FAIA, John Sheehy AIA, Fred 
Stahl FAIA, Ron Swenson AIA and 
Henry Wood AIA .. . R. Lawrence 


How’s your hamstring? 


As we go to press in mid-August, on-site 
reports from Boston’s Architects Softball 
League suggest that the addition of Peter 
Shaffer AIA’s name to Huygens DiMella 
Shaffer (formerly Huygens & DiMella) has 
made that firm invincible — HDS is 
undefeated with a 9-0 record thus far, a 
game ahead of the defending champions 
of the Boston Architectural Team (9-1) 
and two games up on Sasaki Associates 
(9-2). 


Stephens AIA has been named an 
Associate at Stopfel Associates . . . Tony 
Platt AIA was the juror for the League of 
N.H. Craftsmen’s annual ‘‘Living With 
Crafts’ exhibit . . . Allen J. Boemer & 
Associates has moved to 12 Mt. Ida Ter- 
race, Newton 02158... “‘s/f’’ magazine’s 
August issue includes a letter from Sebas- 
tian LaBella AIA on handicapped access, 
a note on Graham Gund FAIA’s work in 
Boston and Heym Associates’ work on 
housing facilities . . . Mark Kalin AIA has 
formed a new firm, Kalin Associates Inc., 
68 Carl Street, Newton Highlands, MA 
02161 . . . Herb Eisenberg AIA also has 
formed a new firm, Eisenberg Associates, 
123 N. Washington St., Boston 02114, 
which specializes in code services for 
designers, owners and developers. . . 
Goody, Clancy’s 99 Summer St. office 
tower in Boston received a rave review 
from Robert Campbell AIA in the 8/11 
Globe; and Boston Magazine’s ‘‘Best & 
Worst”’ issue cited 99 Summer St. as 
‘Best’? and Jung Brannen’s One Exeter 
Place as ‘‘Worst’’. . . Graham Gund 
Architects has named Richard Bechtel 
AIA a Senior Associate and John Prokos 
AIA an Associate . . . Architecture Com- 
pany has moved to Lexington Office 
Park, 420 Bedford Rd., Lexington 02173 
. . . The BSA is co-sponsoring a design- 
awareness seminar for Massachusetts 
public officials this month . . . Archi- 
tectural Record for July features Graham 
Gund Architects’ huge mixed-use project 
in Washington and Notter Finegold + 
Alexander’s Holocaust Museum .. . In 
the June issue, Record featured Notter 
Finegold’s recent Boston symposium on 
Postmodernism, the same firm’s work on 
the Ellis Island National Monument and 
Payette Associates’ Lewis Lab at 
Princeton . . . Steffian Bradley Associates 
has given its annual Bradley Scholarship 
to the BAC’s Joan Miller . . . Earl R. 
Flansburgh + Associates has received 
Building Design & Construction 
magazine’s reconstruction award for the 
Boston Design Center, an American 
Association of Museums graphics award 
for the design of the DeCordova Museum 
concert series brochure, and Restaurants 
& Institutions interior design award for 


No word has reached the ChapterLetter 
on the standings in the second architects’ 
league that emerged this summer and 
which reportedly includes the feared 
Leers, Weinzapfel & Associates 
‘*Eraserheads’’. 


All teams in both leagues are urged to 
advise the ChapterLetter of team nick- 
names now. Watch this space for final 
standings. 


the John Hancock Berkeley Building 
Cafeteria . . . John L. McAvoy AIA has 
opened a new office at 8 Yarmouth St., 
Boston 02116... Dean Tucker Shaw 


has named Carter Reich AIA (above) an 
Associate . . . Sasaki Associates has nam- 
ed Paul Berkowitz AIA, Martha Lampkin 
AIA and Ralph Wolfe new Senior 
Associates; Steven Oppenheimer AIA and 
Leonard Staffa AIA have been named 
Associates . . . Gary Graham AIA is 


writing a regular column (‘‘Ask the Archi- 
tect’’) for the BSA page in the N.E. Real 
Estate Journal . . . The same journal car- 
ried Summer essays by Barnett Berliner 
AIA on housing and land conservation 
and Al Nardi AIA on the future of con- 
dos . . . Brenda Lightner has received the 
Design Excellence Award of the Roslin- 
dale Village Main Street Program for her 
design of Closeouts’ retail storefront . . . 
Michael Cohen AIA, David Manfredi 
AIA, Tim Twomey AIA and John Weigel 
IV AIA have been named Vice presidents 
at TAC and Elizabeth Karp AIA and 
Lowell Warren AIA have been named 
Senior Associates; Gregory Downes AIA 
has been elected to TAC’s board; and 
Roland Kluver AIA has retired after 28 
years at TAC .. . Graham Gund Archi- 
tects’ Roofhouse was HOME Magazine’s 
June cover photo . . . Paul Bell Jr. AIA 
is a new Senior Associate at Shepley 
Bulfinch Richardson & Abbott; Ronald 
Finiw AIA and Jon Ross AIA are new 


Associates; and SBRA Principal Jean 
Paul Carlhian FAIA will be lecturing on 
the firm’s Smithsonian project at the 
ICOMOS Annual Symposium and a Na- 
tional Gallery Symposium . . . Henry 
Moss and John Hecker AIA have been 
named Associate and Project Manager, 
respectively, at Bruner/Cott ... A New 
York Times Magazine cover story (6/28) 
on ‘‘the home’’ draws on the wisdom of 
Peter Rowe and Joseph Grazado AIA; the 
same edition features Koetter, Kim’s Fan 
Piers project and Kallmann McKinnell & 
Wood’s Pier 4 project . . . In recent 
issues, the Boston Business Journal has 
featured Larry Bluestone AIA on mixed- 
use developments and on the emergence 
of Kendall Square, David Lee AIA on 
urban design, reports on Safdie Asso- 
ciates’ Esplanade condos, Prellwitz/ 
Chilinski’s S&S Restaurant renovation, 
Symmes Maini McKee’s Hancock Confer- 
ence Center and Schwartz/Silver’s 
Tanglewood house. 


Membership news 


Advanced to Emeritus Status 
Wilhelm V. von Moltke FAIA, 
Member Emeritus 


New AIA Members 

Peter Rosswell Baker AIA 
(Kendall, Taylor & Co., Inc.) 

Karen Breslawski AIA 
(CPF/Domenech and Hicks, 
Inc.) 

Thomas Robert Chastain AIA 
(Imre & Anthony Halasz, Inc.) 

Peter F. DiMeo AIA 
(Peter F. DiMeo Associates, 
Inc.) 

Robert Anthony Edgell AIA 
(ADD Inc.) 

Michael English AIA 
(Earl R. Flansburgh + 
Associates) 

Rosemary Danehy Grimshaw 
AIA 
(Linea 5, Inc.) 

Debi Lacey McDonald AIA 
(Cannon Boston Inc.) 

Robert James Onofrey AIA 
(Jung/Brannen Associates, 
Inc.) 

Susan Diane Pranger AIA 
(Goody, Clancy and 
Associates, Inc.) 

Richard Arthur Radville AIA 
(Linea 5, Inc.) 

Michael F. Slezak AIA 
(Linea 5, Inc.) 

Edmund K. Summersby AIA 
(Hoskins Scott Taylor & 
Partners) 

Donald Vitters AIA 
(Sasaki Associates) 

Roy E. Ward AIA 
(ADD Inc.) 


Reinstated AIA Members 

Gaius B. Hershey AIA 
(Benjamin Thompson & 
Associates, Inc.) 


New Associate Members 
Ellen K. Anselone 
(McGinley Hart & Associates) 
Vincent Emile John Dube 
(The Architectural Team) 
Samuel W. Sherman 
(Niels Gabel-Jorgensen, 
Architects) 
J. Mark Smuland 
(Huygens DiMella Shaffer and 
Associates, Inc.) 


Reinstated Associate Members 

Matthew Ackerman 
(Benjamin Thompson & 
Associates, Inc.) 

Gregory R. McManus 
(Ispo Inc.) 


Transferred to Boston 

Cynthia Crossman 
(Graham/Meus Inc.) 

David G. Harriss 
(Robert Zarelli Architects) 

Frederick S. Kimberk AIA 
(Frederick S. Kimberk AIA, 
Architect) 

Peter Fredric Smith AIA 
(Peter F. Smith AIA, 
Architect) 


Transferred from Boston 
Roger A. Cannon AIA 
(to North Carolina) 
Herman K. Hochschwender AIA 
(to San Francisco) 
Chris B. Miller AIA 
(to Vermont) 
Leroy E. Moyer AIA 
(to New Jersey) 
Mark D. Searls 
(to Chicago) 


Deceased 

Edward F. Allodi AIA, 
Member Emeritus 

Charles H. Cole II AIA, 
Member Emeritus 


AIA Membership Terminated 
F. Douglas Adams 
Michael S. Balaban 
Robert A. Cala 

Carl N. Campagna 
Douglass W. Cann 
Edward F. Cassidy, Jr. 
J. F. Chisholm 

John W. Cole 

Frank P. DiMeo 
Frank O. Elliott 

Kelly F. Faloon 

Mark A. Gulliver 
Peter Howard-Johnson 
Robert W. Hoye 
Barbara Gail Kingsbury 
Ermina La Rocca 
Stephen J. Larocque 
G. Yim Lei Lim 
Michael E. Liu 

W. F. MacKinen 
Stephen R. Manning 
John A. Mele 

Richard P. Melick, Jr. 
Mark A. Millikan 
Lawrence F. Nulty 
Clarence L. Passons 
Russell A. Pennell 
Michael J. Pihlaja 
Bradley T. Sack 
Herbert F. Salisbury 
John S. Sava 

Valdis G. Smits 
Richard Owen Stanley 
Daniel F. Tully 
Chih-Chien Wang 
Michael L. Washington 
Timothy W. Whitney 
Stephen H. Yuen 
Peter M. Ziegler 


Associate Membership Terminated 
Elie Antoine Atallah 

Aristotle Bakales 

George A. Berg 

Jack V. Berry, Jr. 

Fredric Joseph Betts 

Gail Bornstein 


Thomas J. Burns 
David M. Cinamon 
James N. Cooper 
Paul Falconer 

R. Michael Herberger 
Theodore Horton 
June Diana Komisar 
Simon B. Mozr 

Scott W. Oglevee 
Judith E, Paprin 
Robert J. Schaeffner, Jr. 
Crane W. Stookey 
Sandra Swaile 

Robert S. Yacobian 


New Affiliate Members 

Boston Public Library 

Ed Burns 

Jacqueline Charette 

Jeffrey Wyandt Cockfield 

Carol Comerci 

Margaret Deutsch 

D.J.S. Associates, Inc. 
David J. Solomon 

Phillip Frink 

Susan Garland 

Glass Arts Collaborative, Inc. 

Orian H. Greene 

GTE Engineered Ceramics 

Joyce Helman 

Harry L. Jacobs 

Mico Kaufman 

David Lash 

Linda L. MacLeod 

Carl S. Madsen 

Helen Merluzzi 

Hope R. Power 

Bill Ravanesi 

Elizabeth R. Redman 

Shelley Rosenstein 

Ian Sherwood 

Elizabeth Thompson 

Ruth Whitman 

Barbara Williams 

Philip D. Wilson 

Lisa Zizzi 


New Student Affiliate Member 
Rosemary Jason (BAC) 
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The Boston Society of Architects 
305 Newbury Street 

Boston Massachusetts 02115 
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September 
1. =~ Welcome back. 
*1 =~ Architects for Social Responsibility Task 
Force, noon, BSA 
*2 > ~=Membership Committee, noon, BSA 
4 Executive Committee, 8 a.m., BSA 
4 Housing Committee, 8 a.m., 
Bruner/Cott, 301 Vassar St., Cambridge 
7 ‘Don’t labor. 
8 Communications & Marketing Com- 
mittee, 8:30 a.m., Graham/Meus, 
224 Clarendon St., Boston 
8 = Macintosh Users Lunch Group, noon, 
SEA Consultants, 495 Mass. Ave., 
Cambridge (bring your own lunch) 
*Q ~~ Mid-Size Firms Lunch Group, noon, 
BSA 
10 Historic Resources Committee, 8 a.m., 
15 State St. (4th Fl.), Boston 
*10Q Computers in Architecture Committee, 
noon, BSA 
10 Board Meeting, noon 
1] Energy Committee, 8 a.m., BSA 
13 Louis Sullivan is 131 
14 BFA Steering Committee, noon, BSA 
15 Urban Design Committee, 8 a.m., 
CityDesign, 334 Boylston St. (4th fl.), 
Boston 
15 Harleston Parker Jury, noon, BSA 
15 ‘“‘Inside Warren Freedenfeld & 
Associates’’ (see p. 1) 
*16 Professional Practice Committee, 
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noon, BSA 
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22 
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*23 
23 
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*24 
24 


*25 


29 
30 
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Task Force on the Homeless, 8 .a.m., 
Payette Assoc., 40 Isabella St., Boston} 


Small Firms Lunch Group, noon, BSA 
(guest: liability insurance expert 
Alex Brough) } hy 


Sole Practitiohérs Lunch.Group, 
noon, BSA Ns 


, 
. 


NERC/AIA in Lenox (see p. 1) 


Women i ArchitecturesCommittee Fall 
Breakfast (see p. 7) 


Harleston Parker Jury, noon, BSA 


“Dinner with the Designer at the Water’s 
Edge — and Walking Tour’’ (see p. 2) 


EOCD Liaison Committee, noon, BSA 


Health Care Facilities Committee, 
5 p.m., BSA 


BSA Lecture Series: ‘‘The Re-Design of 
Copley Square’’ (see p. 1) 


Outreach Committee, noon, BSA 


Architects with Special Needs, 6 p.m., 
BAC Library, 320 Newbury St., Boston 


Architects at Mid-Career Lunch Group, 
noon, BSA 


HHR is 149 
Central Mass./AIA Chapter Meeting, 


5:30 p.m. (617-752-2831, Dorothy 
Fassett, for details) 


*Lunch meetings: call 617-267-5175 to reserve a 
Sree lunch ($7.00 for non-members). 


Coming soon... 


“Build Boston ’87’’ (Nov. 18-19) 


© BSA Tour of Russia (April 1988) 
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.» A note on accessibility 


and BSA events 


In all its programming, the BSA attempts 
to énsure that program sites are accessible 

» by the handicapped and that services for 
the handicapped (such as interpreters for 
individuals who are hearing-impaired) are 
available. For information on accessibility 
and services information on specific lec- 
tures, workshops and other BSA pro- 
grams mentioned in this newsletter, call 
the BSA at 617-267-5175. 


The ChapterLetter 


The BSA ChapterLetter is published on 
the first of each month (except in August) 
by the Boston Society of Architects, 

305 Newbury St., Boston MA 02115 
(617-267-5175). The ChapterLetter is a 
service to BSA members, members of the 
Massachusetts State Association of Archi- 
tects and the public. (For out-of-state sub- 
scription information, call 617-267-5175.) 
The BSA is a nonprofit, membership ser- 
vice organization and has been an advo- 
cate of architectural excellence and public 
awareness of architecture since 1867. 


DESI 


Letters to the editor, suggestions, criti- 
cism, encouragement, wit and other com- 
ments are welcome. Typed, double-spaced 
material intended for publication must 
reach the BSA by the 12th of the month 
prior to publication; appropriate submis- 
sions will be edited and published as space, 
temperament and prejudices permit. 
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